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Review . CON S/98 



AMENDMENT #7 



TO 

CONTRACT FOR SERVICES FOR 
ARBUCKLE COSTIC ARCHITECTS, INC. 



The contract for Services between Marion County and Arbuckle Costic Architects dated May 1 , 1999, is 
amended as follows: 

Additional Services to document and provide construction review for changes to the fifth floor office plan 
occupied by Salem Area Mass Transit District, for a lump sum fee of $4,965 plus reasonable 
reimbursable expenses. 

See attached letter for more details. 



All other provisions of the original agreement remain unchanged and in effect. 
Signed this day dfv~^ 





Marion County 



Title 





Date 



Tax ID #93-1228023 



Approved as to Form: 





Legal Counsel 



Date: r*c br uary 2, 10Q Q- 



Date: Dm uill Uu i 1 7 , I WB 



June 15, 1999 




Kim Arbuckle. AIA 

Air. r Cosjic, A.!A 
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ARBUCKLE COSTIC ARCHITECTS, INC. 

363 Srate Streer 
Salem, OR 9730-3533 
503/581-1114 Fax' 503/581-3655 
F-.'-Mair afa'(h@oo^n orq 



John Whittington 
Project Co-Coordinator 
Salem Area Mass Transit 
3140 Del Webb Avenue NE 
Salem, Oregon 97303-4165 

RE: Transit Space Plan Modification 
Courthouse Square 
Project No. 9828 

Dear John: 

Following our meeting with your management staff on Tuesday, June 8, 1999, we have reviewed the changes 
requested and evaluated the time required by our staff and consultants to prepare the modifications for a proposal 
request to Pence/Kelly Construction. Our services will include revising the construction documents, including floor 
plans, reflected ceiling plans, door and hardware schedules, mechanical and electrical drawings for the affected 
area on the fifth floor. Our fees for those services are set at $4,965 plus reimbursabies which covers the services 
of Arbuckle Costic Architects, including mechanical and electrical consulting by Interface Engineering. 

We would be pleased to proceed with this work upon receipt of a countersigned copy of this letter. If you have any 
questions, please call. 




cc: Craig Lews, Melvin Mark Development Company 
Billy Wasson, Marion County 



9339.1 A 



TO: ARBUCKLE COSTIC ARCHITECTS, INC. 



We have read the above letter and are authorizing Arbuckle Costic Architects to proceed with the changes to the 
.Transit Administrative Office Space as described herein. Invoices will be billed every month and are due within 
^iff^jtwenty days from the date of invoice. 





John WKitGngton 
Salemwea Mass Transit District 



Date 



Billy Wasson 
Marion Count f 



Date 



